FURTHER DEVELOPMENTS IN UNITED STATES
structed and equipped a most modern fire-proof factory at Huntington, W. Va., the equipment consisting of three furnaces, six ten-arm machines and six automatic leers.
In his report, Mr. Libbey also refers to the construction of the latest model of machine with fifteen operating units or arms. This new machine weighed approximately 100,000 pounds, with an increase of 202% in capacity over the first commercial machine.
The year 1914 was closed by the purchase from its stockholders, the Owens Eastern Bottle Company's factory at Clarksburg, W. Va., and this plant was merged into the group of Owens Company's factories.
During the summer of 1914, a depression in the glass industry became notable. With the development of the World War this condition was greatly accentuated.
As a result, in 1915, the Owens Company directed its attention almost entirely to the manufacture of bottles in its various factories.
Progress was made, however, in development of machines, especially those of the fifteen-arm type which were installed in factories of two licensees. More than a 300% increase was the result over the first commercial machine. In addition, fourteen ten-arm machines were installed by licensees.
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